170     DOCKETED ITEMS
8503040095 Forwards response to items in Section 3.10 of SSER 3 re seismic & dynamic qualification of safety-related electrical & mechanical equipment.Results of in situ test of main control room panel assembly will be submitted by 850503. HUFHAM.J.W. Tennessee Valley Authority. 85/02/22. ADENSAM.E. Licensing Branch 4. 5pp. 29183:238-29183:242.
8503040433 Forwards final status listing of mods to resolve deficiencies listed in App D of SER (NUREG-0847) re detailed control room design review & info re human factor concerns, per 841204 meeting.
LAMBERT.D.L   Tennessee  Valley   Authority.   85/02/28.   ADENSAM,E.   Licensing Branch 4. 44pp. 29179:001-29179:044.
8503260455 Forwards addl info re hydrostatic testing of diesel generator.fuel oil piping.crankcase explosion protection, room ternp & performance testing of communications sys & response to SER Outstanding Item 14.
DOMER.J.A. Tennessee Valley Authority. 85/03/18. ADENSAM.E. Licensing Branch 4. 11pp. 29504:318-29504:329.
8503270504 Responds to Item 6 of Section 15.3.6 of SSER 3 re verification that shunt trip attachments & associated circuitry be seismically qualified per IEEE Std 344 & Generic Ltr 83-28.TA Landis 850213 Itr addressed issues.
DOMER.J.A. Tennessee Valley Authority, 85/03/22. ADENSAM.E. Licensing Branch 4. 2pp. 29520:294-29520:295.
8503270441 Rev 2 to Surveillance Instruction SI-8.23, "Diesel Generator Battery Insp & Charger Test."
MADDUX.J.T., TUCK.F. Tennessee Valley Authority. 85/01/31. 20pp.  29522:146-29522:165.
-8503270453 Rev 9 to Maint Instruction MI-57.1, "Annual 6,900-Volt Switchgear tnsp." MADDUX.J., KING.D.. TUCK.F.J. Tennessee Valley Authority. 85/02/07. 60pp. 29522:187-29522:247.
F. Security, medical, emergency & fire protection plans
8503140235 Forwards "10CFR50 App R Reevafuation" & 22 oversize drawings depicting specific sprinkler head locations.in response to 840814 request re items of concern identified during NRC 840716-20 walkdown.Aperture cards available in PDR. DOMER.J.A. Tennessee Valley Authority. 85/01 /25. ADENSAM.E. Licensing Branch 4. 6pp. 29357:249-29359:206.
-8503140237 "10CFR50 App R Reevaluation," Vols 1 & 2. * Tennessee Valley Authority. 85/01/25. 672pp. 29357:255-29359:206.
8503070419 Forwards Insp Repts 50-390/84-90 & 50-391/84-61 on 841221-850120.NO violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/13. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29266:028-29266:029.
-8503070427 Insp Repts 50-390/84-90 & 50-390/84-61 on 841221-850120.No violations or deviations noted.Major areas inspected: followup on inspector identified items.welding of safety- related piping & fire prevention & protection. SHYMLOCK.M.B..   WEISE.S.P.   Region   2.   Office   of   Director.   85/02/11.   11pp. 29266:030-29266:040.
8503050365 Revised radiological emergency implementing procedures, including Rev 4 to MSEC-IPD IP-8 re water resources & Rev 0 to MSEC-IPD IP-19 re svcs & field operations.W/850227 Itr. HUFHAM.J.W. Tennessee Valley Authority. 85/02/27. 41pp. 29212:111-29212:151.
8503040433 Forwards final status listing of mods to resolve deficiencies listed in App D of SER (NUREG-0847) re detailed control room design review & info re human factor concerns, per 841204 meeting.
LAMBERT.D.L   Tennessee  Valley   Authority.   85/02/28.   ADENSAM.E.   Licensing Branch 4. 44pp. 29179:001-29179:044.
8503080368 Documents results of 850227 & 28 meetings w/NRC re request for approval   of   physical   security   plans.Util   maintains   position   that   plans   meet   NRC requirements.High level appeal meeting on issue unneccessary. HUFHAM.J.W. Tennessee Valley Authority. 85/03/04. THOMPSON.H. Division of Licensing. 4pp. 29271:171-29271:174.
8503120418 Forwards listed info re physical security plans discussed in 850304 Itr to NRC.Info includes preoperational test results, results of past tests & data on fence detection sys.lnfo withheld (ref 10CFR73.21).
DOMER.J.A. Tennessee Valley Authority. 85/03/04. ADENSAM.E. Licensing Branch 4. 2pp. 29316:200-29316:201.
8503120571 Forwards Rev 11 to physical security plan,documenting interim compensatory measures.per 850304 Itr.Rev withheld (ref 10CFR73.21). DOMER.J.A. Tennessee Valley Authority. 85/03/04. ADENSAM.E. Licensing Branch 4. 1p. 29314:206-29314:206.
8503120515 Forwards Rev 11 to physical security plan re interim compensatory measures.Rev withheld (ref 10CFR73.21).
HUFHAM.J.W. Tennessee Valley Authority. 85/03/07. ADENSAM.E. Licensing Branch 4. 1 p. 29313:017-29313:017.
8503190051 Rev 9 to Muscles Shoals Emergency Ctr Implementing Procedure IP-9 "Emergency Radiological Monitoring Procedures." W/850311 Itr. MAXWELL.R.B. Tennessee Valley Authority. 85/03/11. 9pp. 29405:036-29405:042,
8503190527 Proposes 850326 meeting to discuss NRC insp on 850218-22 re use of administrative controls & manual operations to ensure that fire dampers close w/o airflow during fire event. Rejection of util method would severely reduce options. SHELL.R.H. Tennessee Valley Authority. 85/03/14. ADENSAM.E. Licensing Branch 4, 2pp. 29407:176-29407:177.
8503260198 Forwards Rev 11 to generic security personnel training & qualification plan.Rev withheld (ref 10CFR73.21).
HUFHAM.J.W. Tennessee Valley Authority. 85/03/15. GRACE.J.N. Region 2, Office of Director. 1p. 29503:189-29503:189.
8503250089 Forwards Rev 11 to radiological emergency plan & revised implementing procedures,including Rev 3 to IP-1 re emergency plan classification logic & Rev 5 to lP-6 re activation of technical support ctr.
HUFHAM.J.W. Tennessee Valley Authority. 85/03/20. GRACE.J.N. Region 2, Office of Director. 1p. 29493:121-29493:212.
-8503250092 Rev 11 to radiological emergency plan.
*  Tennessee Valley Authority. 85/02/28. 45pp. 29493:122-29493:165.
-8503250097 Revised implementing procedures.including Rev 3 to IP-1 re emergency plan classification logic.Rev 5 to IP-6 re activation of technical support ctr & Rev 1 to IP-9 re accountability & evacuation.
*  Tennessee Valley Authority. 85/03/04. 42pp. 29493:166-29493:212.
8503270055 Forwards schedule for addressing concerns re T cold indication in auxiliary control room.per 850307 meeting.
DOMER.J.A. Tennessee Valley Authority. 85/03/20. ADENSAM.E. Licensing Branch 4. 2pp. 29523:306-29523:307.
8503270359 Forwards responses to concerns identified in 850307 meeting & 850315 telcon re fire protection & compliance w/NPPA 13-1975.W/66 oversize fire hazard analysis tables.Aperture cards available in PDR.
DOMER.J.A. Tennessee Valley Authority. 85/03/21. ADENSAM.E. Licensing Branch 4. 232pp. 29553:015-29553:247.
8503270480 Forwards response to 850319 telcon re questions on radiological emergency preparedness.
DOMER.J.A. Tennessee Valley Authority. 85/03/21. ADENSAM.E. Licensing Branch 4. 4pp. 29523:291-29523:294.
8503280151 Forwards Rev 12 to physical security plan.Rev withheld (ref 10CFR7321) DOMER.J.A. Tennessee Valley Authority. 85/03/23. ADENSAM.E. Licensing Branch 4. 1 p. 29552:060-29552:060.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503120323 Forwards affidavit certifying that Amend 54 to FSAR served on listed individuals on 850304.
DOMER.J.A. Tennessee Valley Authority. 85/03/04. ADENSAM.E. Licensing Branch 4. 2pp. 29318:170-29318:171.                                                                            y
8503290156 Amend 55 to FSAR.W/850326 Itr.
MCCLOUD.D.E.   Tennessee  Valley  Authority.   85/03/26.   ADENSAM.E.   Licensinq Branch 4. 400pp. 29558:150-29560:045.                                                                        y
Q. Inspection reports, IE Bulletins & correspondence
8503010348 Suppls 840802 & 1002 responses to violations noted in Insp Repts 50-390/84-42 & 50-391/84-36.Corrective actions for Cable Tray Segment 2081 will be completed by 841228.
HUFHAM.J.W. Tennessee Valley Authority. 84/12/03. O'REILLY.J.P. Region 2 Office of Director. 1 p. 29166:162-29166:162.
8503060509 Ack receipt of 841219 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-390/84-75.
OLSHINSKI.J.A. Region 2, Office of Director. 85/01/30. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29248:001-29248:017.
-8503060536 Responds to NRC 841107 Itr re violations noted in Insp Rept 50-390/84-75.Corrective actions:drawing revs from ECN 5226 for Unit 1 & ECN 5262 for Unit 2 will provide instructions for installation of purge sys isolation valves. DOMER.J.A. Tennessee Valley Authority. 84/12/19. O'REILLY.J.P. Region 2, Office of Director. 4pp. 29248:004-29248:007.
8503070015 Forwards Insp Repts 50-390/85-04 & 50-391/85-03 on 830107-11.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/04. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29268:132-29268:133.
-8503070018 Insp Repts 50-390/85-04 & 50-391/85-03 on 850107-11.No violations or deviations noted.Major areas inspected: licensee actions on previous enforcement items.licensee identified items & inspector followup items.
GIBBONS.T.D.,   CONLON.T.E,   Region   2,   Office   of   Director.   85/01/30    4pp 29268:134-29268:137.
8503070430 Discusses policy re proprietary review of insp repts, Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKUA. Region 2, Office of Director. 85/02/05. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29265:361-29265:362.
8503060181 Forwards summary of 850109 meeting w/Region II near-term OL applicants in Atlanta, GA re recent insp findings & regulatory issues.Agenda encl. GRACE.J.N. Region 2, Office of Director. 85/02/08. PARRIS.H.G. Tennessee Valley Authority. 59pp. 29251:248-29251:306.
8503070084 Forwards Insp Repts 50-390/85-01 & 50-391/85-01 on 850107-10 & notice of violation.
WALKER.R.D. Region 2, Office of Director. 85/02/11. PARRIS.H.G. Tennessee Valley Authority. 1p. 29268:039-29268:039.
-8503070086 Notice of violation from insp on 850107-10. * Region 2. Office of Director. 85/02/11. 2pp. 29268:040-29268:041.
-8503070090 Insp Repts 50-390/85-01 & 50-391/85-01 on 850107-10. Violation noted:faiture to comply w/QC Instruction Procedure QCI-1.02 during closure of Non-conforming Condition Rept 5228.
THOMAS.M,,  JAPE.F.  Region 2,  Office of Director.  85/01/31. 4pp,   29268:042-29268:045.
8503070419 Forwards Insp Repts 50-390/84-90 & 50-391/84-61 on 841221-850120,No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director, 85/02/13. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29266:028-29266:029.
-8503070427 Insp Repts 50-390/84-90 & 50-390/84-61 on 841221-850120.No violations or deviations noted.Major areas inspected: followup on inspector identified items.welding of safety- related piping & fire prevention & protection. SHYMLOCK.M.B.. CALDWELL.C.W. Region 2, Office of Director. 85/02/11, 11pp. 29266:030-29266:040. piping & fire prevention & protection, SHYMLOCK.M.B. Region 2, Office of Director. 85/02/11. 11pp. 29266:030-29266:040. Office of Director. 2pp. 29346:165-29346:166.                                                                                      jida Power & Light Co. 1p. 29194:159-29194:161.9486:056-29486:124.nors - Waterford. BERNABEI.L. Government Accountability Project. #185 986. 85/03/12. Atomic Safety and Licensing Board Panel 268pp 29337:023-29337:290.29492:172.
